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Message Text 


INFO OCT-01 ISO-OO MED-02 STE-01 COME-OO AID-05 /021 R 


DRAFTED BY EUR/SE:RRDELABARRE:CSR 
APPROVED BY EUR/SE:NCLEDSKY 
USPHS:DR.IONES (SUBS) 

OPR/ST/S:EWOOD (SUBS) 
M/MED:DR.TAGGART (SUBS) 

114357 201013Z/23 

R 200108Z AUG 77 
FM SECSTATE WASHDC 
TO AMCONSUL ISTANBUL 
INFO AMEMBASSY ANKARA 


LIMITED OFFICIAL USE STATE 198433 

E.O. 11652: N/A 
TAGS: SWEL, TU 

SUBJECT: USED X-RAY EQUIPMENT FOR SAGMALCILAR STATE 
HOSPITAL 

REF: ISTANBUL 2799 

1 . FOLLOWING ORGANIZATION DEALS IN USED X-RAY EQUIPMENT: 
DIRECT RELIEF FOUNDATION, 404 CARRILLO ST., SANTA BARBARA 
CALIFORNIA. 93101, TEL 805 966-9149. 

2. WE WILL POUCH, WHEN AVAILABLE, LATEST GSA EXCESS PRO- 
PERTY LIST WHICH OFTEN INCLUDES X-RAY EQUIPMENT. 

3. ADDITIONAL INFORMATION REGARDING OTHER SOURCES OF USED 
X-RAY EQUIPMENT WILL BE PROVIDED CONGEN WHEN AVAILABLE. 
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4. MEDICAL AUTHORITIES HERE CAUTION THAT USED EQUIPMENT 
MAY NOT OFFER DEPENDABLE SERVICE, PARTICULARLY AFTER OVER 
SEAS SHIPMENT, AND MAY NOT PROVIDE SUFFICIENT SHIELDING 
AGAINST RADIATION LEAKAGE FOR OPERATOR SAFETY IN HIGH USE 
SITUATIONS. VANCE 
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